THE CITY OF LEGASPI AT THE FOOT OF MOUNT MAYON'S PERFECT CONE

Mayon Volcano in Southern Luzon is 8,000 feet high, and the base has
a circumference of eighty miles. The cone is said to he more nearly
symmetrical than any other in the world. The buildings in the fore-
ground are a part of Legaspi, formerly known as Albay, one of the

larger cities of the islands. Near by a ruined church tower is all that
remains of Daraga, once a flourishing village, which was overwhelmed
by an eruption more than a hundred years ago. The volcano is still
alive, though there has hern no violent eruption for a considerable period.